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[Abstract:] Only 5000 lbs. copper recd. from R.D. Wood... 1133 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

November 24, 1880 


Sir, 


Of the 10000 Ibs. Copper ordered from Mess. R.D. Wood & Co., on requisition, they 
could only supply 5000 Ibs. On the 5000 Ibs. received there is a deficiency in the weight noted in 
their bill of 54 Ibs., in respect of which I have written to that Firm, informing them of the fact, 
and that we can only accept our own weight. 


In the mean time would it not be better to order the other 5000 Ibs. of the Requisition by 
telegraph from Mess. Pope, Cole, & Co., for we are in immediate want of copper. 


Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A.L. Snowden 
Superintendent 


